Route 710 North Medford - Medford Square, 
Meadow Glen Mall or Wellington Station 


Bus will stop at any safe location along route. Please wave at driver if you wish to board. 
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Effective September 1, 2019 
North Medford-Medford Sq., 


Meadow Glen Mall or 
Wellington Station 


Serving 
e Fulton Street 
e Lawrence Memorial Hospital 
¢ Shaw’s 
e Super Stop & Shop 
e Orange Line 


Massachusetts Bay ma ssDOT 
Transportation Authority massachusetts pepartment of Transportation 


Information 617-222-3200 © 1-800-392-6100 


(TTY) 617-222-5146 ¢ www.mbta.com 


This service is operated by Joseph’s 
Transportation, 781-396-2500, under 
contract to the MBTA. 


FARE: $1.70 Exact fare 
STUDENT: $0.85* only. 
SENIOR/TAP: $0.85** 


No transfers are given or accepted on this route. 


FREE FARES: Children 11 and ride free when accompanied by 
an adult. Blind Access CharlieCard holders ride free; if using a 
guide, the guide rides free. 


*Available to students through participating middle schools and 
high schools. 

**Available to Medicare cardholders, seniors 65+, and persons 
with disabilities. 


The following MBTA passes are accepted: 

Monthly Commuter Rail Zone 1A pass (or higher) - 
recommended for frequent subway/bus customers. 

Monthly Local Bus Pass on CharlieTicket only. 

Monthly Senior/TAP pass on CharlieTicket - available ONLY 
at the CharlieCard Store. Call 617-222-3200 or 617-222-5854 


(TTY) for more information. 


1 Day and 7 Day Link Passes. 
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a- Does not serve Meadow Glen Mall directly - please board/disembark on Riverside Ave. at Locust St. 
b - Lawrence Memorial Hospital by request only on these trips. Just ask the driver. 
oie : No service 


Bus will stop at any safe location along route. 
Wave at driver if you wish to board. 

Please see MBTA Route 134 for other services 
between Wellington Station and Medford Sq. and 
for connections to West Medford, Winchester and 
Woburn or visit www.mbta.com for schedule 
information and details. 


All buses are accessible to persons with disabilities 


Route 710 
North Medford-Medford Square, ; 
Meadow Glen Mall or orzo: see Sumday 10/14/19 & THlI99: see Weekday 
11/28/19, 12/25/19, & 1/1/20: see Sunday 1/20/20 & 2/17/20: see Saturday 


Wellington Station 


